Certification of
construction
and repair
facilities

sends AAR the
certificate of
construction

Builder/repairer
must be certified
by AAR TCC and
AAR Quality
Assurance
Committee,
Qualification
requirements
govern work
force, equipment,
and shop
procedures. AAR
inspectors audit
shops annually,
Recertification is
required every 6
years (3 years for
quality assurance
program)

and certifies                  inspect and certify

finished tank                finished work

truck. Certified
engineer may be
an employee of
the manufacturer

Manufacturers and        Manufacturers and

repairers must
register with
DOT, Registrants
must be certified
by ASME, which
reviews

qualification of
employees,
procedures, and
facilities.
Recertification is
required every 3
years

repairers in
United States
must register with
DOT

after construction
and grant class
certificate

No single set of
shop requirements
or certifications.
Class societies
have established
their own
qualification
requirements

review and certify
work during and
after construction.
FAA engineers
supervise the
designees and
approve
production
certificate
FAA inspectors
periodically visit
production
facilities and
sometimes remain
on site during
production to
verify compliance
with quality
control program